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DUMONT • Radiofonografo mod. RA-378/379. Gamma onde inedie. Media frequenza 455 kc/s. Nello schema, le resistenze sono indicate con K (mille ohm) e con M fun 
milione di ohm). Apparecchio di produzione americana. Potenza d’uscita di 12 watt con 1 percento di distorsione. Consumo 70 watt. 




















